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9 FAM APPENDIX I, EXHIBIT IV 
IMMIGRANT VISA WORKLOAD MONTHLY 
REPORT {REPORT 28) 

(CT: VISA-1 780; 1 1 -30-201 1 ) 
(Office of Origin: CA/VO/L/R) 



Report 28 - Monthly Immigrant Visa Workload For MAY 2008 


Date/Time Prepared: 06-JUN-2008 09:28 

Immigrant Visas Issued By FSC And Visa Symb 

FSC: COD 


Visa Symbol 


IR1 

1 

Total 

1 

FSC: MOZ 


Visa Symbol 


IR5 

1 

Total 

1 

FSC: 2IMB 


Visa Symbol 


CR1 

1 

IRS 

3 

Total 

4 

Total Non-numerically Controlled: 6 

FSC: IND 


Visa Symbol 


F41 

1 

F42 

1 

Total 

2 

FSC: ZIMB 


Visa Symbol 


F41 

1 

F43 

1 


Post: HRE 
Requested By; IVFSO 


Total 2 
Total Numerically Controlled: 


Immigrant Visas Refused By Grounds Of Ineligibility 
Under The Immigration And Nationality Act 

Refusal Number of Applicants 

Code Count Refused by Refusal co< 

~5A 3 3 

G 8 8 

Total Number Of Individual Applicants Refused: 11 

Total Number Grounds of Refusals: 11 

Total Number of Aggregate Refusals: 11 

Quasi Refusals and Lookout Actions 
for post use only not included in workload totals 
Refusal Numbor of Applicants 

Code Count 


Refused by Refusal cot 


Total Number Of Applicants Refused: 


Total Number of Refusals: 0 


Immigrant Visas Issued To Applicants 
Previously Refused By Grounds Of Ineligibility Overcome 


Refusal 
Code 


Count 


1A1 1 

G . 1 

Total Number of Individual Applicants Issued 2 

Total Number of Aggregate Refusals: 2 


Immigrant Visa Workload 


Total Number Of Immigrant Visas Issued: 10 
•Total Number Of Aggregate Refusals: 1 1 

Total Numbor Of Immigrant Visas Replaced: 0 
•Aggregate Refusal Count includes multiple refusal dates for individual applicants. 
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